This station erected and 
kept up by men of 

HOSE HOUSE #2 
ETNA VOLUNTEER FIRE DEPT. 


PLACE 
ONE CENT 
STAMP 
HERE 
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SERVICE MEN 
PICK-UP STATION 
ROUTE #8 - - - ETNA, PA. 






